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Chichen Itza, Mexico 
Project Data Summary 


Date Captured: October, 2007 
Capture Team: CyArk, Metco Services 



Data Available: 


Data Type 

Quantity 

File Size(ZIP) 

Description 

Scan (E57 Scan Data) 

156 

4.75 GB 

/ Phototextured scans 
□ Untextured scans 

Photogrammetry (JPEG 
Photographs) 



□ Terrestrial images 

□ Aerial images 









